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Lo The plant for Vennesmann tubes in Taganrog (47°14! 1/B8°57¢ i), Rostov Oblast, 
ts located 300 meters from the sea, about one kilometer northeast of the 
Andreyev Plant. “he vient, 500x300 meters, had one building with steel framec 
work and an arched steel roof with sky Lichts, , 


2, An olleburnin: furnaco,stood in the northern pert of this building. In the 
western wall of the furnace ata point two meters above the ground there were 
two openia;ys through which the stcel ingots, 2 meters long an 0h reters in 
diameter, were pushed, ‘The ingots went over rolls through the length of the 
furnace anc were talen to the four drawing tube-nadhines by iren rods, 10 
meters long. The working process of these nachines was not determined, 


3. The Inthe departrent in the center of the building had about 30 lathes, 1h 
or 15 ncters long, and 16 thread cutting machines, ach machine had its own 
power unit. “he tubes were ent at a denghh of 12 neters, ond threads were eut 
into the ends. . 


lL, Tyo trolleys with a loadiiy: ca acity of two tons each rar on a steel frane, 
60x80 meters, reachin,, up to the roof. These trolleys transported the tubes 
_to ra‘lroad cars on the two spur tracks in the southern section of the build- 
ing. Two other trolleys of an underterm'ned capacity went through the length 
of the builéinse. The transport of the tubes between the 1s rge Purnace and the 
loacing searfold was facilitated Ly our conveyor belts » one meter hirh and one 

meter wide, * 


5 The plat had a work force of 3CO Soviet laberers, among them 1°0 women, working 
three shifts and Loo PTs worlin,, two shifts. The average output per shift was 
LCC to 120 seariless tubes, 12 meters dong. The small furnace rrocessee tubes 3 
five or six meters long, of sheet-nctal bands, Inrot steel ws supplied to tube 
lant by the Andveyet Plant. sez 


Sorsionbe _. or sketch of plant layout see Annex. 


arget Complex Mosaic No 02):9-9996-25M by the railroad connettions. 


One Annex: One sketch on ditto. . 
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